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LIMITED OFFICIAL USE SECTION 1 OF 2 GENEVA 3644 

E.O. 11652: N/A 
TAGS: PARM 

SUBJECT: NPT REVCON: CONFERENCE DECLARATION 

REF: GENEVA 3588 

1. CURRENT EE REVISED DRAFT DECLARATION IS REPRODUCED 
IN PARA 3 BELOW. VARIOUS EE DELS HAVE FORMALLY 
INTRODUCED IN COMMITTEE II THOSE PORTIONS OF THE DRAFT 
WHICH RELATE TO ARTICLES III. IV, AND PHYSICAL SECURITY. RE- 
MAINDER OF EE DRAFT HAS NOT YET BEEN FORMALLY INTRODUCED. 

2. DURING EE-WEO CONSULTATIONS ON 16 MAY. SOVIETS 
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INFORMALLY PROPOSED CERTAIN AMENDMENTS TO WEO TEXT 
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(REPORTED IN REFTEL.) THESE AMENDMENTS ARE 

REPRODUCED IN PARA 4. BELOW. SOVIETS WERE EAGER AND 

INDEED PRESSED TO PRODUCE JOINT WEO-EE TEXT ON BASIS 

OF THESE AMENDMENTS, BUT OTHER MEMBERS OF WEO GROUP 

FOUND SOME OF THESE UNACCEPTABLE AND MANY WERE UNWILLING 

IN PRINCIPLE, TO PROCEED ON BASIS JOINT SPONSORSHIP WITH SOVIET 

BLOC LEST IT SEEM AS IF DEVELOPED WORLD WERE 

GANGING UP AGAINST DEVELOPING STATES. IT NOW SEEMS LIKELY 

THAT THE CONTENTS OF THE WEO AND EE TEXTS WILL BE INTRODUCED 

PIECE-MEAL AND SEPARATELY IN THE TWO COMMITTEES BY VARIOUS 

DELS. WHILE WE AT FIRST PRESSED FOR A JOINT TEXT WITH 

SOVIET BLOC GIVEN PROBLEMS IN WEO GROP, PARTICULARLY THOSE CREATED 

BY AUSTRALIA, WE BELIEVE THIS NEW ARRANGEMENT ULTIMATELY WILL WORK 

TO OUR ADVANTAGE IN DISPLAYING GREATER RIGIDITY OF SOVIET 

POSITIONS, AND IN MAKING WEO TEXT APPEAR AS POSSIBLE 

MIDDLE-GROUND BETWEEN EXTREMES OF CONFERENCE. 

3. TEXT OF EE DRAFT DECLARATION IS AS FOLLOWS: 

QUOTE DECLARATION OF THE CONFERENCE TO REVIEW THE OPERATION 
OF THE TREATY ON THE NON-PROLIFERATION OF NUCLEAR WEAPONS 

(I) THE PARTIES TO THE TREATY ON THE NON- 
PROLIFERATION OF NUCLEAR WEAPONS WHO MET IN GENEVA IN 
MAY 1975 IN ACCORDANCE WITH THE TREATY CAREFULLY REVIEWED 
ITS OPERATION TO ENSURE THAT ITS PURPOSES AND PROVISIONS 
WERE BEING REALISED. 

(W) THESE STATES PARTIES TO THE TREATY REAFFIRM THAT 
THEY SHARE A STRONG COMMON INTEREST IN AVERTING THE 
FURTHER PROLIFERATION OF NUCLEAR WEAPONS. THEY REAFFIRM 
THE IMPORTANT ORLE OF THE NON-PROLIFERATION TREATY IN 
LIMITING NUCLEAR WEAPONS: IN CREATING THE CONDITIONS 
NECESSARY FOR ATTAINING NUCLEAR DISARMAMENT AND FOR 
FACILITATING COOPERATION IN THE PEACEFUL USES OF 
NUCLEAR TECHNOLOGY; AND ALSO IN STRENGTHENING PEACE 
AND INTERNATIONAL SECURITY AND FURTHERING THE PROCESS 
OF INTERNATIONAL DETENTE. 

(3) THE FIVE YEARS THAT HAVE PASSED SINCE THE 
LIMITED OFFICIAL USE 
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ENTRY INTO FORCE OF THE TREATY HAVE CONVINCINGLY 
DEMONSTRATED ITS WIDE INTERNATIONAL ACCEPTANCE. THE 
MAJORITY OF STATES OF THE WORLD HAVE ALREADY BECOME 
PARTIES TO THE TREATY. THE CONFERENCE WELCOMES THE 
RECENT PROGRESS TOWARD ACHIEVING THE WIDEST POSSIBLE 
ADHERENCE TO THE TREATY AND URGES STATES WHO HAVE NOT 
ALREADY JOINED THE TREATY TO DO SO AT THE EARLIEST 
POSSIBLE DATE. 
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(4) THE CONFFERENCE EMPHA.ST7.ES THE IMPORTANCE AND 
NECESSITY OF SERIOUS AND URGENT EFFORTS DIRECTED AT 
PREVENTING THE SPREAD OF NUCLEAR WEAPONS OR OTHER NUCLEAR 
EXPLOSIVE DEVICES IN THE INTERESTS OF ALL MANDKIND. THE 
CONFERENCE PARTICIPANTS REAFFIRM THEIR STRONG SUPPORT 

FOR THE TREATY ON THE NON PROLIFERATION OF NUCLEAR WEAPONS. 
THEIR DETERMINATION TO IMPLEMENT ITS PROVISIONS MORE 
FULLY AND EFFECTIVELY. 

(5) THE CONFERENCE RECOGNISES THAT THE CRUICIAL 
OBLIGATIONS UNDERTAKEN BY THE PARTIES IN ARTICLES I AND II 
OF THE TREATY HAVE BEEN FAITHFULLY CARRIED OUT. 

(6) THE PARTIES REMAIN RESOLUTELY IN FAVOR OF THE 
STRICT OBSERVANCE OF THESE OBLIGATIONS. 

(7) THE CONFERENCE EXPRESSES ITS STRONG SUPPORT FOR 

EFFECTIVE INTERNATIONAL ATOMIC ENERGY AGENCY (IAEA) 
SAFEGUARDS. IT NOTES THAT THE IAEA SYSTEM VERIFIES THE 
FULFILLMENT BY THE PARTIES OF THEIR OBLIGATIONS UNDER THE 
TREATY, RESPECTS THE SOVEREIGN RIGHTS OF STATES AND DOES 
NOT HAMPER THE ECONOMIC, SCIENTIFIC OR TECHNOLOGICAL 
DEVELOPMENT OF THE PARTIES TO THE TREATY OR INTERNATIONAL 
CO-OPERATION IN PEACEFUL NUCLEAR ACTIVITIES. 

(8) THE CONFERENCE RECOMMENDS THAT INTENSIFIED 
EFFORTS BE MADE TO INCREASE THE UNIVERSALITY OF 
APPLICATION OF IAEA SAFEGUARDS, WHILE ENSURING THAT 
SAFEGUARDS ARE OF ADEQUATE DURATION, PRECLUDE DIVERSION 
TO ANY NUCLEAR EXPLOSIVE DEVICES, AND CONTAIN APPROPRIATE 
PROVISIONS ON RE-EXPORT, AND THAT MORE WORK AND FULLER 
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SUPPORT BE GIVEN TO THE IMPORVEMENT OF SAFEGUARDS 
TECHNIQUES, INSTRUMENTATION, AND IMPLEMENTATION. 

(9) THE CONFERENCE EMPHASIZES THE NECESSITY FOR THE 
NON-NUCLEAR- WEAPONS STATES PARTY TO THE TREATY THAT HAVE 
NOT YET DONE SO, TO CONCLUDE AS SOON AS POSSIBLE SAFEGUARDS 
AGREEMENTS WITH THE IAEA. 

(10) THE CONFERENCE COMMENDS THE COMMITMENTS MADE BY 
CERTAIN NUCLEAR SUPPLIER STATES ON 22 AUGUST 1974 IN 
IMPLEMENTATION OF THEIR OBLIGATION NOT TO PROVIDE SOURCE 
OR SPECIAL FISSIONABLE MATERIAL OR EQUIPMENT OR MATERIAL 
ESPECIALLY DESIGNED OR PREPARED FOR THE PROCESSING, USE 
OR PRODUCTION OF SPECIAL FISSIONABLE MATERIAL, TO ANY 
NON-NUCLEAR WEAPON STATE WITHOUT APPROPRIATE INTERNATIONAL 
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ATOMIC ENERGY AGENCY SAFEGUARDS. 

(11) THE CONFERENCE CALLS UPON ALL STATES SUPPLYING 
NUCLEAR MATERIAL AND SPECIAL EQUIPMENT TO ANY NON-NUCLEAR 
WEAPON STATE TO DO SO ONLY UNDER COMMONLY AGREED ARRANGE- 
MENTS INVOLVING EFFECTIVE IAEA SAFEGUARDS. 

(12) THE PARTICIPATE OF THE CONFERENCE SHARE A COMMON 
CONCERN THAT NUCLEAR MATERIALS SHOULD BE CAREFULLY 
PROTECTED AT ALL TIMES AND THAT ADEQUATE SAFETY MEASURES 
SHOULD BE APPLIED BY ALL COUNTRIES TO RADIO ACTIVE WASTE. 

(13) THE CONFERENCE RECOMMENDS TO CONTINUE THE 
WORKING OUT. IN THE FRAMEWORK OF THE IAEA, OF RECOMMENDA- 
TIONS ON THE PHYSICAL PROTECTIONS OF NUCLEAR MATERIALS 
AND CONSIDERS IT IMPORTANT TO CONCLUDE AN INTERNATIONAL 
AGREEMENT ESTABLISHING GENERAL PRINCIPLES OF THE 
RESPONSIBILITY OF STATES FOR THE PHYSICAL PROTECTION 

OF NUCLEAR MATERIALS WHICH ARE WITHIN THEIR TERRITORIES 
OR UNDER THEIR JURISDICTION OR CONTROL. 

(14) THE CONFERENCE REAFFIRMS THE UNDERTAKING OF ALL PARTIES 
TO THE TREATY TO FACILITATE THE FULLEST POSSIBLE EXCHANGE 
OF EQUIPMENT, MATERIALS AND SCIENTIFIC AND TECHNOLOGICAL 
INFORMATION FOR THE PEACEFUL USES OF ATMOIC ENERGY AND 
THE RIGHT OF ALL THE PARTIES TO THE TREATY TO PARTICIPATE 
LIMITED OFFICIAL USE 
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IN SUCH EXCHANGE. NOTING THAT THE NON-PROLIFERATION TREATY 
HAS CREATED A FAVORABLE FRAMEWORK FOR BROADENING 
INTERNATIONAL COOPERATION IN THE PEACEFUL USES OF ATOMIC 
ENERGY THE CONFERENCE IS CONVINCED THAT ON THIS BASIS 
FURTHER EFFORTS SHOULD BE MADE TO IMPROVE THE AVAILABILITY 
OF BENEFITS FROM PEACEFUL USES OF NUCLEAR ENERGY. SUCH 
EFFORTS SHOULD BE PURSUED UNDER EFFECTIVE SAFEGUARDS BY 
THE IAEA AND SHOULD NOT IN ANY WAY CONTRIBUTE TO THE 
SPREAD OF NUCLEAR WEAPONS OR OTHER NUCLEAR EXPLOSIVE 
DEVICES. 

(15) THE CONFERENCE REAFFIRMS THE UNDERTAKING OF 
THE PARTIES TO THE TREATY IN A POSITION TO DO SO, TO 
COOPERATE IN CONTRIBUTING ALONE OR TOGETHER WITH OTHER 
STATES OR INTERNATIONAL ORGANIZATIONS TO FURTHER 
DEVELOPMENT OF THE APPLICATIONS OF NUCLEAR ENERGY FOR 
PEACEFUL PURPOSES, ESPECIALLY IN THE TERRITORIES OF NON- 
NUCLEAR WEAPON STATES PARTY TO THE TREATY. WITH DUE 
CONSIDERATION FOR THE NEEDS OF THE DEVELOPING AREAS OF 
THE WORLD. THE CONFERENCE CONSIDERS IT NECESSARY TO 
CONTINUE AND INCREASE THE ASSISTANCE TO DEVELOPING STATES 
IN THE PEACEFUL USES OF ATOMIC ENERGY BOTH ON A BILATERAL 
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BASIS AND THROUGH THE CHANNELS OF THE INTERNATIONAL 
ATOMIC ENERGY AGENCY. IT CONSIDERS IMPORTANT TO INCREASE 
CONSIDERABLY THE MEANS ALLOCATED FOR THE NEEDS OF 
DEVELOPING COUNTRIES IN THE PEACEFUL USES OF ATOMIC ENERGY 
FROM THE FUNDS OF THE UN DEVELOPMENT PROGRAM. 
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(16) THE CONFERENCE BELIEVES IT NECESSARY TO PROVIDE 

IN FUTURE PREFERENTIAL TREATMENT TO THE NON-NUCLEAR WEAPON 
STATES PARTIES TO THE TREATY IN THE SUPPLY OF EQUIPMENT, 
MATERIALS AND SCIENTIFIC AND TECHNOLOGICAL INFORMATION FOR 
THE PEACEFUL USES OF ATOMIC ENERGY. 

(17) THE CONFERENCE RECOMMENDS THAT THE IAEA CONTINUE 
ITS RESEARCH WORK WITH REGARD TO REGIONAL CENTERS IN THE 
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KEY PARTS OF THE NUCLEAR FUEL CYCLE UNDER THE CONTROL OF 
THE IAEA. THE CONFERENCE BELIEVES THIS QUESTION TO BE OF 
GREAT IMPORTANCE BOTH FROM THE VIEWPOINT OF THE NON- 
PROLIFERATION OF NUCLEAR WEAPONS MAKING EASY THE 
IMPLEMENTATION OF THE IAEA SAFEGUARDS AND INCREASING 
LIMITED OFFICIAL USE 
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THEIR EFFECTIVENESS AND OF MEETING AT THE SAME TIME THE 
ECONOMIC INTERESTS OF STATES AND THE INTEREST OF ENSURING 
RADIATION SAFETY. 

(18) THE CONFERENCE REAFFIRMS THE NECESSITY TO 
ENSURE THE AVAILABILITY OF POTENTIAL BENEFITS FROM ANY 
PEACEFUL APPLICATIONS OF NUCLEAR EXPLOSIONS ON A NON- 
DISCRIMINATORY BASIS UNDER APPROPRIATE INTERNATIONAL 
SUPERVISION AND BY MEANS OF APPROPRIATE INTERNATIONAL 
PROCEDURES. THE CONFERENCE RECOGNIZES THE IMPORTANCE OF 
THE PREPARATORY WORK CARRIED OUT BY THE IAEA IN THIS 
FIELD. REAFFIRMING THE NECESSITY OF THE FURTHER WORK 

ON THE IMPLEMENTATION OF ARTICLE V OF THE TREATY THE 
CONFERENCE BELIEVES THAT THE IAEA IS THE APPROPRIATE 
INTERNATIONAL BODY THROUGH WHICH NON-NUCLEAR STATES, 

UNDER ARTICLE V OF THE TREATY ON THE NON-PROLIFERATION 
OF NUCLEAR WEAPONS, CAN RECEIVE SERVICES FOR THE PEACEFUL 
APPLICATIONS OF EXPLOSIONS. 

(19) THE CONFERENCE NOTES THAT SOLUTIONS TO PROBLEMS 

OF DISARMAMENT REQUIRE THE SUPPORT AND COOPERATION OF ALL 
STATES. IN PARTICULAR, THE CONFERENCE EMPHASISES THE 
SIGNIFICANCE OF UNIVERSALITY IN DEALING WITH THE QUESTION 
OF NON PROLIFERATION OF NUCLEAR WEAPONS. 

(20) WELCOMING THE PROGRESS ACHIEVED IN RECENT 
YEARS IN LIMITING STRATEGIC ARMS AND NUCLEAR WEAPON 
TESTS, THE CONFERENCE NOTES AT THE SAME TIME THAT THE 
ARMS RACE, UNPRECEDENTED IN ITS SCOPE, STILL GOES ON. 

IT CALLS FOR THE DISCONTINUANCE OF ALL TEST EXPLOSIONS 
OF NUCLEAR WEAPONS FOR ALL TIME, BELIEVING THAT IN THE 
MEANTIME, TILL THE CONCLUSION OF AN APPROPRIATE 
INTERNATIONAL AGREEMENT FOR THIS PURPOSE, EFFORTS WILL BE 
MADE TO LIMIT THE NUMBER OF UNDERGROUND NUCLEAR WEAPON 
TESTS TO A MINIMUM. 

(21) THE CONFERENCE REQUESTS GOVERNMENTS TO INTENSIFY 
WITHOUT DELAY, THEIR CONCERTED AND CONCENTRATED EFFORTS 
FOR EFFECTIVE MEASURES RELATING TO THE CESSATION OF THE 
NECLEAR ARMS RACE AT AN EARLY DATE. THE CONFERENCE CONSIDERS 
IT IMPORTANT THAT SPECIFIC AGREEMENTS ON THE REDUCTION OF 
LIMITED OFFICIAL USE 
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MILITARY PREPARATIONS BY STATES SHOULD BE ELABORATED. 

(22) THE CONFERENCE IS OF THE OPINION THAT THE 

SECURITY OF NON-NUCLEAR WEAPONS STATES WOULD BE STRENGTHENED 
BY THE CREATION OF NUCLEAR FREE ZONES IN APPROPRIATE REGIONS 
OF THE WORLD UNDER THE NECESSARY EFFECTIVE CONDITIONS. 

(23) THE CONFERENCE REAFFIRMS THE IMPORTANCE FOR 
ENSURING THE SECURITY OF THE NON-NUCLEAR WEAPON STATES TO 
THE TREATY OF THE UN SECURITY COUNCIL RESOLUTION 255 (1968) 

AND THE STATEMENTS OF THE UNION OF SOVIET SOCIALIST REPUBLICS, 

THE UNITED STATES OF AMERICA AND THE UNITED KINGDOM OF GREAT 
BRITAIN AND NORTHERN IRELAND. APPROVED BY THE SAID RESOLU- 
TION, ABOUT THEIR INTENTION TO PROVIDE OR SUPPORT IMMEDIATE 
ASSISTANCE IN ACCORDANCE WITH THE UN CHARTER TO ANY NON- 
NUCLEAR WEAPON STATE PARTY TO THE TREATY THAT IS A VICTIM 

OF AN ACT OR AN OBJECT OF AGGRESSION IN WHICH NUCLEAR 
WEAPONS ARE USED. 

(24) THE CONFERENCE DECLARES THE VITAL IMPORTANCE OF 
THE NPT FOR THE PRESERVATION OF THE COMMON INTEREST IN 
AVERTING THE FURTHER PROLIFERATION OF NUCLEAR WEAPONS. 

THE PARTIES PLEDGE THAT THEY WILL DO ALL IN THEIR POWER 
TO AVERT THE DANGER OF WAR. INCLUDING NUCLEAR WAR, TO END 
THE ARMS RACE AND TO ATTAIN GENERAL AND COMPLETE DISARMAMENT 
UNDER STRICT AND EFFECTIVE INTERNATIONAL CONTROL. UNQUOTE 

4. EE PROPOSED AMENDMENTS TO WEO DRAFT DECLARATION ARE AS FOLLOWS: 

QUOTE - PREAMBLE 

- ADD AS 3RD PREAMBULAR PARAGRAPH: 

" - REAFFIRMING THE IMPORTANT ROLE OF THE NPT IN 
STRENGTHENING PEACE AND INTERNATIONAL SECURITY AND 
FURTHERING THE PROCESS OF INTERNATIONAL DETENTE” 

- IN PREAMBULAR PARA 4, SUBSTITUTE "LIMITATION” FOR 
"CONTROL AND REDUCTION" 

LIMITED OFFICIAL USE 
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- IN PREAMBULAR PARA 5, SUBSTITUTE "LIMITATION" FOR "CONTROL” 

- IN PREAMBULAR PARA 6. ADD: "IN ALL STATES" BEFORE 
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"ESPECIALLY IN DEVELOPING COUNTRIES” 

- OMIT PREAMBULAR PARA 9. 

SECTION I 

- IN SECOND TIRET, ADD "GENERAL AND COMPLETE DISARMAMENT 
UNDER STRICT AND EFFECTIVE INTERNATIONAL 

CONTROL, AND" 

SECTION III 

- OMIT PARA 4, SUBSTITUTE FIRST 3 LINES OF PARA 8 OF EE TEXT. 

- END PENULTIMATE PARA WITH "AT ALL TIMES"; CONTINUE 
WITH PARA 13 OF EE TEXT. 

- OMIT FINAL PARA. 

- ADD PARA 17 OF EE TEXT. 

SECTION IV 

- OMIT FROM 2ND PARA "IT RECOMMENDED . . . RECIPIENT 
STATES"; SUBSTITUTE PARA 16 OF EE TEXT. 

SECTION V 

- OMIT FROM LAST PARA SENTENCE BEGINNING "IT ALSO 
EMPHASIZES"; SUBSTITUTE PARA 18 OF EE TEXT. 

SECTION VI 

- IN 1ST PARA, SUBSTITUTE "ON ARMS LIMITATION" FOR 
"ARMS CONTROL" 

- IN PARA 2, SECOND SENTENCE, OMIT "PARTIES" AND ADD 
"THE CONFERENCE NOTES THAT SOLUTIONS TO PROBLEMS 
LIMITED OFFICIAL USE 
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OF DISARMEMENT REQUIRE THE SUPPORT AND COOPERATION 
OF ALL STATES" 

- IN THIRD PARA, OMIT EVERYTHING AFTER "IN PARTICULAR 
IT FURTHER. . . " 

SECTION VII 

- IN PARA 2, DELETE LAST SENTENCE. 
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SECTION VIII 

- ADD "IT THEREFORE URGES STATES WHICH HAVE NOT ALREADY 
JOINED THE TREATY TO DO SO AT THE EARLIEST POSSIBLE 
DATE." 

SECTION IX 

- OMIT ENTIRE SECTION 

- ADD SECTION ON "CONCLUSION" IN PARA 24 OF EE TEXT. UNQUOTE 
DALE 
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